Remember that the reactor base is square with pointed corners.  Unless it is recessed into the floor of the craft, it would leak high voltage off into the atmosphere.
During the bench demos when the repulsive field was present, the base was not in the craft thus, if the field was due to high voltage, elctron repulsion only, it would likely have leaked off into the atmosphere or shocked a nearby lab observer approaching the hemisphere.  It did not...

